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than Mr. Gladstone's own.    He had little of the
secular   wisdom   and   sound   practical   judgment
which Tait possessed in such abundant measure.
But  if laymen  found  him  less  impressive than
Tait, clergymen found him more sympathetic, and
his appointment did much to reconcile the sacer-
dotalists whom Tait had estranged.     Hating the
Erastian principle, while officially bound by it, he
resolutely shut his eyes to everything unclerical in
the connection between Church and State.    The
Report of the Ecclesiastical Courts Commission,
full as it was of learning, chiefly supplied by Dr.
Stubbs, made no practical proposal which Parlia-
ment could be expected to adopt.   But the criticisms
it passed upon the Judicial Committee encouraged
the Bishops to exercise their veto upon criminal
proceedings for irregular ritual, and in this they
were supported by the new Primate.   Tait survived Death of
his old friend Dean Stanleyl only a few months. stXV
They had much in common, though Stanley's in-
dependence at Westminster enabled him to pro-
mulgate Liberal views with greater freedom and
less responsibility.    Both were sincere Erastians,
holding that the control of the State was the safe-
guard of freedom in the Church ; and whereas Tait
was succeeded by a member of the opposite school,
the new Dean of Westminster, Dr. Bradley, who had
been at Maiiborough the most famous teacher of
his age? was a less ecclesiastical and more classical
Stanley.    The choice of Bradley was  creditable
to Gladstone's  fairness  of mind.     All  attempts p^ey-s
to  expel  clerical Broad  Churchmen  out  of thesuccebsor
Establishment   had   now   failed,   and   when   Dr.
Pusey died in his eighty-third year, his place asseptie,
Regius Professor of Hebrew at Oxford was filled1882"
by Mr. Driver of New College, a Biblical critic
quite untrammelled by tradition.    It was in the toui&iono
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1 Stanley died on the 18th of July 1881.                         Smith.